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BILL NO. sida z 


AN ORDINANCE approving the awarding 
of Reference łI.T.B 6027 by the City 
of Fort Wayne, Indiana, by and 
through its Department of Purchasing 
and HURST TECHNICAL for the Three 
Rivers Filtration Plant. 
NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA; 
SECTION 1. That Reference #1I.T.B. 6027 between the 
City of Fort Wayne, by and through its Department of 
Purchasing and HURST TECHNICAL for the Three Rivers 
Filtration Plant, respectfully for: 
the service and maintenance of all 
instrumentation at the Three Rivers 
Filtration Plant; 
involving a total cost of Sixty-One Thousand One Hundred 
Fifty-Two and no/100 Dollars ($61,152.00), all as more 
particularly set forth in said Reference #I.T.B 6027, 
which is on file in the Office of the Department of 
Purchasing, and is by reference incorporated herein, made 
a part hereof, and is hereby in all things ratified, 
confirmed and approved. 
SECTION 2. That this Ordinance shall be in full 


force and effect from and after its passage and any and 


all necessary approval by the Mayor. 





APPROVED AS TO FORM 
AND LEGALITY 


Mak 


J. Timothy McCaulay, City Attorney 









SPECIAL ORDINANCE NO. S- h)- KS 








DIGEST SHEET 


TITLE OF ORDINANCE: Special 
DEPARTMENT REQUESTING ORDINANCE: Purchasing 
SYNOPSIS OF ORDINANCE: An ordinance approving the award of 


I.T.B. #6027 for service and maintenance of all instrumentation at 
the Three Rivers Filtration Plant. 


IF NOT LOWEST, WHO WAS AND WHY WERE THEY NOT AWARDED: 


EFFECT OF PASSAGE: Support and service to the Three Rivers 
Filtration Plant for the servicing and installing of various 
electronic and pneumatic instruments to measure and monitor the 
operation of various equipment and components at the facility that 
need and require this expertise to maintain operation. 


IF REPLACEMENT, WHAT NECESSITATES: 


EFFECT ON NON-PASSAGE: Without this maintenance on instrumentation 
this facility could be void of any competent personnel to service 
various meters, instruments, and electronic gadgetry to allow a 
smooth operation of and functioning of the treatment of water. The 
possibility of mistreatment or overtreatment of water due to 
malfunctioning of electronic instrumentation could be quite costly 
to the City as well as an eminent danger to the quantity and 
quality of the supply of water to the patrons of Fort Wayne, should 
a major shutdown occur. 


PRIOR APPROVAL REQUESTED: DATE: 
MONTES INVOLVED: Hurst Technical $61,152.00 
PRICE AGREEMENT: YES PURCHASE ORDER: 


ACCOUNT INFORMATION: Filtration Plant 513-521-6354-4363 


REFERENCE NO.: 6027 


DEPARTMENT: FILTRATION PLANT 
DATE: 04/21/9 
ITEM/SERVICE: MAINT. ON INSTRUMENTATION 
ADVERTISED BID: YES 

DATES ADVERTISED: 03/22/93 & 03/29/93 
DATE OPENED: 04/08/93 

SINGLE SOURCE: NO 

NO. OF VENDORS NOTIFIED: 6 

NO. OF VENDORS RECEIVING BID: 5 

NO. OF VENDORS RETURNING BID: 1 

NO. OF VENDORS DISQUALIFIED: 0 

SEE ATTACHED TABULATION FOR RATIONALE 

NO. OF VENDORS NOT RESPONDING: 5 

DATE SENT TO DEPT FOR RECOMM: 04/08/93 

DATE RECOMM RECEIVED BACK: 04/21/93 

DATE SENT TO LAW DEPARTMENT: 04/21/93 
INTRODUCTION DATE: 04/27/93 

DISCUSSION DATE: 05/11/93 


PASSAGE DATE: 05/11/93 


THE CITY OF FORT WAYNE 






FORT WAYNE - A WORLD = CLASS COMMUNITY 
TESST EE TET 





Paul Heliske THREE RIVERS FILTRATION PLANT 
Mayor 


April 22, 1993 


Fort Wayne City Council 

Room 126, City-County Building 
One Main Street 

Fort Wayne, Indiana 46802 


A 
Re: Bid#6027 Eb. RB O$¢-2f0 


Hurst Technical Services was the only firm that returned a bid to 
the Purchasing Department. This firm has always been most 
professional and capable of servicing our need on a basis of daily 
or emergency response. i 


We need a firm like Hurst Technical Services to support and service 
the Three Rivers Filtration Plant for the utilizing of their 
expertise. Hurst has in the past proven themselves at this 
facility whereas others have not. The firm would service and 
install various electronic and pneumatic instruments to measure and 
monitor the operation of various equipment and components at this 
facility that need and require this ability to maintain operation. 
This firm will furnish competent personnel, tools, test equipment 
and the ability to service all instruments and equipment at their 
disposal. 


Without this maintenance on instrumentation this facility could be 
void of any competent personnel to service various meters, 
instruments and electronic gadgetry to allow a smoother operation 
of repair and functioning of the treatment of water and dispersal 
of same. The possibility of mistreatment or overtreatment of water 
due to malfunctioning of electronic instrumentation could be quite 
costly to the City as well as eminent danger to the quantity and 
quality of the supply of water to the citizens of Fort Wayne. 


Hurst Technical Services has been most beneficial in the past and 
hopefully will be in the future. 


Sincerely, 


/ | 
L Y2 
/ 
Jóhn C. McL 

Superintendent 


An Equal Opportunity Employer 
One Main Street, Fort Wayne, Indiana 46802 
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Read the first time in full and on motion by Ź Korko 5 , 













secoiided by — , and duly RZ agąd,the second time by 
title and referred to the Committee on 72 (and the 
City Plan Commission for recommendation) and Pub held after 
due legal notice, at the Common Coyncil Conference Room 128, City-County 
Building, Fort Wayne, Indiana, on , the , day 


of , 19 


DATED: S- f-93 





SANDRA E. KENNEDY —GITY CLERK 


Read the third time in full and on motion by || Late, 


secended-by oo , and duly adopted, placed on its passag its passage. 


PASSED test- by the following vote: 

AYES NAYS ABSTAINED ABSENT 
TOTAL VOTES 7 | 2 
BRADBURY LL. 
EDMONDS _ e 
GiaQUINTA LL A 
HENRY — 
LONG | __ a 
LUNSEY m M 
RAVINE e 
SCHMIDT oO E 

oo 

TALARICO 


paren: WI MAAS - Kamal É. 


SANDRA E. KENNEDY, 





CITY CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, 





Indiana, as (AD 


(SPECIAL) ORDINANCE | AŻ NO. LOFT 


on the PE day of 19 


PSZ 7, ” A my, 


SANDRA E. KENNEDY, CITY CLERK PRESIDING OFFICER 








Presented by me to the Mayor of the City of Fort Wayne, Indiana, oh 


PZU. day of ç lass , 19 ZF, 
at the hour of // - 30 o'clock H, , E.S.T. 
VD É 


SANDRA E. h CITY CLERK 





Approved and signed by me this —_ EA ay —— y , 


19 43 , at the hour of l: 00 o'clock E. a) T., 
(Mu 


PAUL HELMKE, E, MAYOR _ 


BILE NO, .5-93-04-26 


REPORT OF THE COMMITTEE ON 
CITY UTILITIES 
JANET G. BRADBURY - CHAIRPERSON 
SAMUEL J. TALARICO - VICE CHAIRPERSON 
RAVINE, HENRY 


WE, YOUR COMMITTEE ON CITY. UTILITIES TO WHOM WAS 


REFERRED AN (ORDINANCE) (RELON approving the awarding _ 
of Reference #1.T.B. 6027 by the City of Fort Wayne, Indiana, by 

and through its Department of Purchasing and HURST TECHNICAL for the 
Three Rivers Filtration Plant 


HAVE HAD SAID (ORDINANCE) (RESOLUDDON) UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 


(ORDINANCE) XRESOLUTION) 


DO PASS DO NOT PASS ABSTAIN NO REC 





SE 
DATED: s da 72 


Sandra E. Kennedy 
City Clerk 


